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SUB J : CCTV EQUIPMENT 
REF: STATE 247795 (NOTAL) 

1 . IN RESPONSE TO REFERENCE, FOLLOWING ARE CCTV EQUIPMENT 
REQUIREMENTS. 

2. HIGHER PRIORITY POST INSTALLATIONS 

A. MELBOURNE - (3) MTC-21 MK II CAMERAS, (3) MTB-2 MOUNTS, 

(1) 6 MM LENS, (2) 12.5MM, (3) 9 INCH MONITORS, 500 FT RG-59 
CABLE, (1) WH5 HOUSING, (3) VIDEO AMPS, (3) VS-4 VIDEO SWITCHES. 

B. WELLINGTON -(2) MTC-21 MK IID/N CAMERAS,0(2) MTC-21 
MK II CAMERAS, (4) 9 INCH MONITORS, (2) 5 INCH MONITORS. 

(2) CBMZ D/N CONTROL UNITS, (2) MTB-2 MOUNTS, (2) 6 MM LENS, 

(2) C5X20MD D/N ZOOM LENS, (2) WH-10 WEATHERPOROOF HOUSING, 
(2) PT55PM PAN/TILT UNITS, (2) CCS 304 VIDEO MOTION DETCTORS, 

(2) CONCORD VS-4 VIDEO SWITCHES, 1000 FT CCTV/CBMZ CABLE, 

1000 FT RG-59 CABLE, (4) VIDEO AMPS. 

C. CANBERRA - (1) WH-10 WEATHERPROOF HOUSING, 

(1) PT550M PAN/TILT UNIT, (1) MEB-2 MOUNT, (1) 12.5 MM 
LENS, (1) VS-4 VIDEO SWITHCER, (2) VIDEO AMPS. 
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A. PERTH - (1) MTC-21 MK II CAMBER, (1) MTB-2 MOUNT, 

(2) 9 INCH MONITORS, (1) 12.5 MM LENS. 

B. SUVA - (1) MTC-21 MK II CAMERA, (1) MTB-2 MOUNT, 

(2) 9 INCH MONITORS, (1) 12.5 MM LENS. 

C. PORT MORESBY - (2) MTC-21 MK II D/N CAMERAS, (2) 

WH-10 WEATHERPROOF HOUSING, (2) C5X20 MD D/N ZOOM LENS, 

(2) PT550M PAN/TILT UNITS, (1) VS-4 VIDEO SWITCHER, 

(3) 9 INCH MONITORS, (2) CBMZ D/N CONTROL UNITS, 

800 FT CBMZ/CCTV CABLE. 

D. AUCKLAND - IUST MOVED INTO NEW BUILDING. REQUIRE- 
MENTS WILL BE FORWARDED AS SOON AS AVAILABLE. 

E. BRISBANE, SYDNEY - NO REQUIREMENTS AT PRESENT. 

4. FOR ALL CAMERAS REQUIRE NON-SMEAR VERSION OF 
VIDICON. 

5. TSO ALSO REQUIRES TWO DOZEN EACH OF BNC PLUGS AND UHF 
PLUGS FOR RG-59 TYPE CABLE. 

HARGROVE 
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